AU  - National Guideline Clearinghouse (NGC)
TI  - Tests for rapidly identifying bloodstream bacteria and fungi (LightCycler SeptiFast Test MGRADE, SepsiTest and IRIDICA BAC BSI assay).
DP  - 2016
